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INTRODUCTION 

HIS  BOOKLET  is  issued  by  The  Seattle  Elec- 
j^  trie  Company  for  the  benefit  of  visitors  to 
Seattle  during  the  period  of  the  Alaska-Yu- 
kon-Pacific Exposition  and  contains  condensed 
information  on  the  subject  of  the  Exposition  and  of 
Seattle,  the  Queen  City  of  the  Northwest,  that  will  make 
it  possible  for  people  with  but  a  limited  time  at  their 
disposal  to  indulge  in  a  comprehensive  tour  of  the  Ex- 
position and  also  to  visit  the  many  attractive  points 
in  the  city  and  suburbs  that  may  be  reached  by  the 
lines  of  the  street  car  service  of  the  Seattle  Electric 
Company. 

To  a  majority  of  visitors  to  the  Pacific  Northwest, 

during  the  months  of  the  Exposition  period,  Seattle  will 
prove  a  subject  of  as.  much  interesting  investigation  as 
the  Exposition  itself  and  if  the  suggestions  contained 
in  this  booklet  are  followed,  a  week  spent  in  Seattle 
will  give  ample  time  to  consider  the  manifold  attrac- 
tions of  the  great  World's  Fair  and  to  view  a  majority 
of  the  permanent  points  of  interest  in  and  around  the 
city  itself. 


Key  to  Exposition  Map  Opposite 


1  Government. 
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Service. 

3   Hawaii. 
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Administration. 

4  European. 
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Auditorium. 

5  Oriental. 
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Fine  Arts. 

6  Agriculture. 
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Woman's   State  Building. 

7   Manufacture. 
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Lake  Entrance. 

8   Mines. 
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U.  S.  Life  Saving. 

9  King  County 
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Main   Entrance. 

10  Transportation. 

45 

Railroad   Station. 

11  Machinery. 
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American   Woman's 

12  Foundry. 

League. 

13  Music  Pavilion. 
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Masons. 
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15  Japan. 
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16  Canada. 
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21  Oregon. 
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22  Washington. 
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Restaurants. 
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South   Entrance   Gates. 

30   Spokane. 
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Rustic  Trestle. 

31   Hospital. 
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Stock  Exhibit. 

32  Philippines. 
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Stadium. 

33   Power  House. 
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Monument. 

34   Fire    Station. 
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Washington   Statue. 

35   Fisheries. 

67 

S.  A.  R.  Flagpole. 
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USE  OF  THE  SECTIONAL  MAPS 

N  THE  following  page  will  be  found  a  general 
map  of  the  City  of  Seattle,  divided  into  six 
sections,  lettered  from  "A"  to  "F." 
On  pages  9, 11, 13, 15, 17,  19  will  be  found  enlarged 
and  detailed  maps,  each  page  being  one  of  the  sectional 
maps  bearing  a  symbol  similar  to  that  shown  on  the 
general  map  on  page  6.  At  the  bottom  of  each  of  these 
sectional  maps  will  be  found  a  list  of  the  places  of  in- 
terest contained  within  its  boundary  and  there  will  also 
be  found  directions  as  to  which  car  line  to  use  in  reach- 
ing any  one  of  the  given  locations.     The   same  maps 

may  be  used  in  reaching  any  of  the  hotels  contained 
in  the  limited  list  given,  or  the  information  bureaus  of 
the  Chamber  of  Commerce,  wh^e  a  list  of  10,000  rooms 
and  boarding  accommodations  is  filed  for  the  benefit  of 
visitors  who  may  not  care  to  patronize  the  down  town 
hostelries.  The  use  of  the  maps  will  be  found  very  sim- 
ple and  should  prove  of  great  service  during  the  Expo- 
sition period. 

On  pages  alternating  with  the  sectional  maps  there 
will  be  found  a  list  of  the  leading  down  town  hotels  and 
restaurants,  furnished  by  the  Chamber  of  Commerce, 
which  are  maintaining,  during  the  Exposition  period 
their  regular  scale  of  prices.  Less  expensive  accommo- 
dations may  be  found  by  consulting  the  lists  kept  on 
file  at  the  Bureaus  of  Information. 
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Hotel  Accommodations 


WING  to  the  number  of  places  that  have 
been  made  available  for  residential  use 
during  the  Exposition  period,  a  complete 
list  would  be  impossible  in  the  limits 
imposed  by  this  booklet  and  a  small  number  of 
the  leading  down  town  hostelries  is  merely  offered 
as  a  suggestion  fcr  temporary  use  until  a  perma- 
nent stopping  place  may  be  chosen.  Under  the 
auspices  of  the  Seattle  Chamber  of  Commerce  a 
list  of  several  thousand  rooms  in  different  parts 
of  the  city  has  been  compiled  for  the  use  of  the 
visitors  to  the  Exposition,  and  all  of  the  rooms 
listed  are  either  upon  direct  car  lines  to  the  fair 
grounds  or  within  a  short  distance  of  some  means 
of  transportation  to  the  grounds  and  all  other 
points  of  interest  enumerated  in  this  book.  IN- 
FORMATION BUREAUS  are  located  at  the  follow- 
ing places: 

Fortson  Place,  Second  Avenue  and  Yosler  Way. 
King  Street  (Union)  Railway  Station. 
Near  Main  Gate,  Exposition  Grounds. 


Key  to  Map  of  Seattle 


Map  "A"  PRINCIPAL  POINTS  OF  INTEREST 

Woodland   Park   and   Zoo. 

Part  of  Fort  Lawton   Military   Reservation. 

Part  of  Green   Lake. 

The  Ballard   Mills. 

Right-of-Way  of  Canal,  Connecting  Lakes  with   Smind. 

Salmon  Bay. 


LIST  OF  HOTELS 

AMERICAN Westlake  Blvd. 

AMHERST Second  and  Pine   St. 

ARCHIBALD Second  and   Stewart 

ARLINGTON First   and   University   St. 

BARKER Fike  St.  and  Sixth 

BUTLER-  ANNEX Fourth   and   Marion   St. 

BUTLER Second  and  James  St. 

CECIL 1017    First    Ave. 

DILLER First  and  University  St. 

FERGUSON 1117  Third  Ave. 

GEORGIAN 1420  Fourth  Ave. 

KENNEDY Madison    and   Ninth    Ave. 

LINCOLN Madison   St.   and  Fourth 

NORTHERN 113-17   First  Ave.    S. 

PALACE 912  First  Ave. 

PLAZA Westlake   and   Fourth   Ave. 

PERRY Madison  and  Boren  Ave. 

RAINIER-GRAND 909-15   First  Ave. 

RALEIGH 1408   Fourth   Ave. 

SAVOY 1212-16   Second  Ave. 

SEATTLE    Pioneer  Place 

STEVENS First  and  Marion  St. 

STEWART 517   Madison   St. 

SORRENTO Madison  and  Terry 

TOURIST 220  Occidental  Ave. 

WASHINGTON Second  and   Stewart 

WASHINGTON   ANNEX Second  and   Stewart 
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Map  "B"        PRINCIPAL  POINTS  OF  INTEREST 


:'/ 


Washington  University. 

Grounds   of   the   A.-Y.-P.    Exposition. 

Part  of  Green  Lake. 

Union  Bay,  Lalve  Washington;  Course  of  Rowing  Regattas. 
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How  to  Reach  the  Exposition 


ALLINGFORD  LINE,  from  Union  Station  nortli 

on  Tliird  Avenue. 

Eastlake  line,  from  Union  Station  north  on 

Third  avenvie. 

Twenty-third  Avenue  line,  east  from  Union  Station  to 
Twenty-third  Avenue;  then  north  to  Exposition  direct. 

Madrona  Park  line,  from  Madrona  Parli  direct  to  Ex- 
position; north  on  Broadway.  Passengers  will  be  trans- 
ferred at  James  Street  power  house  north  via  Broadway 
to  Exposition,  or  south  and  east  to  Madrona  Park  to 
ferry  service  on  the  lake  to  Exposition.  From  down- 
town take  James  Street  cable  to  point  of  transfer. 

Madison  Street  cable,  from  Western  Avenue  east  to 

Madison  Park  to  15-niinute  ferry  service  on  lake  to  Ex- 

osition  water  gate. 

Yesler  Way  cable,  fi'om  Yesler  Way  and  Occidental 

Avenue,  east  to  Leschi  Park.     Ferry  service  to  water 

gate  of  the  Exposition, 


Auditorium  Building 

la 


PRINCIPAL  POINTS  OF  INTEREST 
Map  "C" 

Queen   Anne   Hill,   Highest  Point   In  City. 

Observatory. 

Great  Northern  Docks. 

Kinnear   Park. 

Many  Beautiful  Residences. 
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Tour  of  the  Exposition 


WENTY  MINUTES  by  trolley  from  the  heart 
'  I  '  of  the  city  and  a  few  steps  from  the  point 
where  the  Seattle  Electric  Company  will  de- 
liver passengers  to  the  Exposition  gates  and 
one  of  the  greatest  of  educational  and  entertainment 
projects  of  a  century  will  be  realized.  Follow  the  crowds 
through  the  turnstiles  to  the  broad  paved  plaza,  just  in- 
side the  main  entrance,  and  then  take  advantage  of  the 
following  itinerary  for  a  brief  tour  of  the  grounds  and 
buildings. 

Perhaps  your  stay  at  the  fair  is  limited  and  you  wish 
to  see  everything  in  the  shortest  possible  time.  The 
main  entrance  gate  is  as  good  a  place  as  any  to  start 
your  inspection. 


Court  of  Honor 
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PRINCIPAL  POINTS  OF  INTEREST 


Larger  Part   of  Lake  Union. 
Washington     Park.       (Speedway). 
Madison   Park. 

Volunteer   Park  and   Observatory. 
IMadrona   Park,    Lake   Wasliingrton. 
Lincoln  Park  and  Play  Grounds. 
Public   Library  and   Y.   ^I.   (".   A.    Kuilding. 
Broadway   High    School,    King  County   Court 
Leading   Newspaper  OfRces. 
Clubs,  Theatres  and  Hotel  Buildings. 
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Map  "D" 


IIouso. 


First  visit  the  Auditorium  to  the  left  of  Puget  Plaza. 
Concerts  are  given  there  daily.  This  will  serve  to  occupy 
half  an  hour  or  so  of  your  time.  Just  across  the  street 
is  the  Fine  Arts  building,  filled  to  its  doors  with  price- 
less statuary  and  paintings  from  every  part  of  the 
world. 

Leaving  the  Fine  Arts  building  you  will  follow  Olym- 
pic Place  to  the  Court  of  Honor  for  the  first  view  of 
central  features  of  the  Exposition.  Here  are  grouped 
the  Government  buildings  and  such  exhibit  structures 
as  the  Manufactures,  Agriculture,  Foreign  and  Oriental 
palaces.  Stand  at  the  head  of  the  Cascades  and  looking 
over  Geyser  basin  Mt.  Rainier  comes  into  full  view  in  the 
distance. 

From   the   Exposition   monument   to   the   formal   gar- 
dens is  a  scene  of  dazzling  beauty,  worked  out  by  archi- 


Forestry  BuildinK 
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PRINCIPAL  POINTS  OF  INTEREST 

West  Seattle. 

Bathing  Beach. 

Luna   Park. 

Yacht  Club  Anchorage. 

Reclaimed  Tide  Lands. 

Route  of  Car  Line  to  Alkl  Point. 

"The  Cliff  Dwellers." 
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tect  and  landscape  artist.  The  gardens  slope  gently  to- 
wards the  lakes,  finding  their  ending  in  the  forest  that 
fringes  these  great  bodies  of  water. 

Spend  an  hour  in  the  central  exhibit  palace 
erected  by  the  Government.  It  contains  exhibits  from 
every  department  of  the  domain.  Just  across  the  street 
is  the  Alaska  building,  well  worth  a  day  of  any  one's 
time.  On  the  opposite  corner  is  the  Hawaiian  building, 
devoted  exclusively  to  exhibits  from  the  islands.  The 
Philippine  display  is  also  housed  in  a  separate  structure, 

as  is  the  Government  live  fish  exhibit.    The  Government 

buildings  are  all  examples  of  French  and  Spanish  styles 

of  architecture. 

From  the  main  Government  building  the  quickest  and 

most  satisfactory  way  in  which  to  see  every  building  at 

the  Fair  is  to  follow  Chandelar  Avenue  past  the  Govern- 


Yukon  Avenue 

18 


PRINCIPAL  POINTS  OF  INTEREST 


Pioneer    Place    and    Totem    Pole. 

Chamber   of  Commerce    Observatory. 

'oran  Ship  Building  Plant 

South  Seattle. 

Leschi  Park. 

City  Park. 

Beacon  Hill. 

King  Street   (Union)  Station. 

Municipal  Building. 


Map  "F" 
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ment  open  air  exhibit,  the  Emergency  Hospital,  Fire 
Station,  Spokane  and  Chehalis  County  buildings,  the 
Arctic  Brotherhood,  and  crossing  Nome  Circle  to  Palouse 
Avenue,  from  which  is  obtained  a  fine  vista  of  Lake 
Washington  and  the  Natural  Amphitheater. 

Returning  on  the  same  avenue  the  New  York  State 
building  is  observed  in  a  cluster  of  fir  trees  overlooking 
the  lake  and  just  ahead  the  Idaho  and  California  State 
buildings.  Turning  to  the  right  and  proceeding  down 
Pacific  Avenue  is  a  direct  route  to  the  Oregon,  Wash- 
ington, Forestry,  Yakima,  Hoo  Hoo,  Dairy,  Good  Roads, 
Machinery  and  King  County  buildings. 

Following  Pacific  Avenue  the  next  cluster  of  buildings 
includes   the   Canadian   Government,   the   Grand   Trunk 


lllil 


Fine  Artsi  Palace  II 
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Railway,  Music  Pavilion,  Y.  M.  C.  A.  and  the  Japanese 
Government  buildings.  From  this  point  on  the  grounds 
is  obtained  another  view  of  the  Court  of  Honor  looking 
towards  the  Government  buildings.  From  here  make 
a  circle  of  the  court,  taking  in  the  Manufactures  and 
Oriental  buildings  on  the  right  and  the  Foreign  Palace 
and  Agricultural  building  on  the  left,  coming  up  to  the 
entrance  of  the  Mines  building. 

Leaving  the  Mines  building,  proceed  to  Alaska  Ave- 
nue, past  the  Swedish,  Masonic  and  American  Woman's 
League  buildings  to  the  main  entrance  gates.  This 
leaves  the  Pay  Streak,  the  Exposition  amusement  street, 
for  the  evening.  The  Pay  Streak  is  in  full  view  from 
the  main  gates,  or  is  reached  by  proceeding  down  Alaska 
Avenue  towards  Lake  Union. 
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Palace  of  Manufactures 
2) 


A  mile  of  attractions  has  been  gathered  together, 
and  China,  Japan,  Greece,  Turkey  and  other  countries 
are  represented  by  special  features.  Both  the  Eskimo 
and  Igorrotte  villages  are  interesting,  as  well  as  educa- 
tional. The  streets  of  Cairo  occupy  more  than  75,000 
square  feet,  and  other  amusements  provided  are  of  a 
meritorious  character.  Some  of  the  greatest  bands  in 
the  country  are  heard  in  concerts  daily  and  the  athletic 
program  is  the  most  varied  ever  provided  for  an  interna- 
tional exposition. 

The  warships  in  Seattle's  harbor  and  the  nearby 
forts  make  the  army  and  navy  tournaments,, as  well  as 
the  dress  reviews,  features  to  the  liking  of  the  many 
visitors.  An  idea  of  the  plan  and  scope  of  the  Exposi- 
tion can  be  gained  in  a  day's  visit,  but  it  would  require 
a  week  to  study  this  great  exhibition  in  detail. 


Palace  of  Agriculture 
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Public  Buildings,  How  to  Find 

NITED   STATES   ASSAY   OFFICE— Ninth  Ave 
nue.    James  Street  cable  cars. 

Y.   M.  C.  A.   Building — Fourth  Avenue  and 
Madison  Street.    Madison  cable. 

Seattle  Municipal  Building — Fourth  Avenue  and  Yes- 

ler  Way.     Yesler  cable. 


King    County    Court    House — Ninth    Avenue, 
cable. 


Yesler 


Public   Library — Fourth  Avenue  and  Madison  Street. 
Madison  cable. 

Federal    Building — Third   Avenue   and   Union   Street. 
Third  Avenue  cars. 

Chamber  of  Commerce  and  Observatory — Third  Ave- 
nue, Columbia  and  Marion  Streets.     Third  Avenue  cars. 

Broadway    High    School — Bi'oadway,    Pine   and    Olive 
Streets  and  Howard  Avenue.     Capitol  Hill,  East  Union, 


Federal  Building 
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St.  James'  Cathedral 

Nineteenth  Avenue,  Madrona  Park  and  Broadwaj^  cars. 
Same  cars  for  Lincoln  Parlv  playgrounds. 

St.  James'  Cathedral — Ninth  Avenue  and  Marion 
Street.     Madison  cable. 

King  Street  Station — All  cars  to  loop  from  First,  Sec- 
ond and  Third  Avenues  and  convenient  to  transfer  from 
cables. 

Armory  Building,  N.  G.  W. — First  Avenue  cars,  Bal- 
lard Beach  line.  Fort  Lawton  line,  Kinnear  Park  and 
West  Queen  Anne  cars. 
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Historical  and  Geographical 


BATTLE   is   located   on   Elliott   Bay,   a   branch 
Q  of  Puget  Sound,  and  fronts  on  one  of  the  finest 

harbors  in  the  world,  capable  of  furnishing 
anchorage  for  the  Nation's  Navy.  Three  miles 
across  the  succession  of  hills  upon  which  the  city  is 
built,  is  Lake  Washington,  a  body  of  fresh  water  twenty- 
eight  miles  in  legnth,  and  of  a  width  varying  from  two  to 
four  miles.  To  the  north  are  Lake  Union  and  Green 
Lake,  both  lying  within  the  limits  of  the  city.  The  loca- 
tion and  topography  of  the  city  are  both  remarkable 
and  have  lent  themselves  to  the  upbuilding  of  the  most 
wonderful  city  in  the  world.     Seattle  is  the  natural  ter- 
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Chamber  of   Commerce 
Central  Building 
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Municipal  Building 


minus  of  all  ocean  and  inland  operations  to  Alaska,  and 
the  bulk  of  the  Oriental  and  South  American  maritime 
business  is  gradually  being  diverted  to  the  only  city  on 
the  Coast  where  all  trans-continental  railroads  end  their 
rails.  The  place  was  first  settled  by  white  men  in  1S51, 
and  in  1852  it  was  named  for  a  friendly  Indian.  During 
the  earlier  years  of  its  settlement  it  was  the  scene  of  a 
number  of  unimportant  scrimmages  between  the  settlers 
and  the  natives,  the  latter,  however,  being  in  the  main 
peacefully  disposed.  The  growth  of  Seattle  was  for 
many  years  retarded  by  both  natural  conditions  and 
prejudice,  but  the  "Seattle  Spirit"  in  the  end  prevailed, 
and  the  present  metropolitan  city  stands  as  a  monument 
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to  the  energy  and  confidence  of  its  pioneers.  In  1889 
Seattle  was  devastated  by  a  fire  that  almost  wiped  the 
place  from  the  map,  but  the  Phoenix  had  planned  Seat- 
tle as  a  resting  place,  and  from  the  ashes  there  arose 
the  nucleus  of  the  present  world's  wonder.  In  1893  the 
financial  panic  of  the  country  laid  a  heavy  hand  on 
Seattle,  and  not  until  the  arrival  of  the  Argonauts  from 
the  Eldorado  of  the  North  was  its  present  prosperity 
fixed.  The  population  of  Seattle,  at  present,  according 
to  a  school  and  postoffice  estimate,  is  in  the  neighbor- 
hood of  300,000,  thanks  both  the  Phoenix  and  the  stork. 


King  County  Court  Houte 
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Broadway  High  School 


Points  of   Interest  to  Visitors 

OUTSIDE  OF  THE  EXPOSITION 

OTEM    POLE — Pioneer    Place.      First    Avenue. 
Yesler  Way,  James  Street  cars. 

Great  Northern  Docks — Smith's  Cove.    Bal- 
lard Beach  and  Fort  Lawton  cars. 

Colman  Dock — Foot  of  Columbia  Street.  Convenient 
to  all  down  town  lines. 

Fort  Lawton — Military  Reservation.  Fort  Lawton 
cars,  First  Avenue. 

Navy  Yard — At  Bremerton.  Puget  Sound  Navigation 
steamers.  Pier  1,  foot  of  Columbia  Street.  Convenient 
to  all  down  town  lines  and  cables. 

Madrona  Park — Lake  Washington.     East  end  of  Ma- 
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drona  Park  line.     Transfers  made  from  James   Street 
cable  and  all  crossing  lines. 

Leschi    Park — Lake  Washington,   east   end  of  Yeslei 
Way  cable.    Transfers  from  all  crossing  lines. 

Madison  Park — Lake  Washington.  East  end  of  Madi- 
son cable.     Transfers  from  all  crossing  lines. 

Volunteer  Park — Capitol  Hill.  Capitol  Hill  line  and 
Broadway  lines  north. 

Kinnear  Park — Queen  Anne  Hill.    Kinnear  Park  line. 

Seattle  Park — (Formerly  Denny  Park)  near  Lake 
Union.    N.  Second  Avenue  or  Aloha  Street  cars. 

Woodland  Park — Green  Lake.  Woodland  Park  line; 
Phinney  Avenue  cars;  Green  Lake  cars. 

Washington  Park — (Speedway).  Madison  Street  cars 
to  Boulevard,  Nineteenth  Avenue  and  Capitol  Hill  lines. 

Western  Washington  Fair  Association — East  end  of 
Madison  Street  cable. 

Ravenna  Park — University  cars. 


Public   Library 
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Union  Station 


AIki  Point — Stockade  Eotel  and  Natatorium.  Alki 
Point  cars. 

Observatories — Open  to  Public.  Water  towers  in  Vol- 
unteer Park,  on  Queen  Anne  Hill,  and  on  top  of  Cham- 
ber of  Commerce  (Central  Bldg.) 

Luna  Park — West  Seattle.  Alki  Point  cars.  Natito- 
rium  amd  amusement  resort. 

White  City — Madison  Park.    Madison  cable. 

West  Seattle  Beach — Alki  Point  cars. 

Fauntieroy  Park — West  Seattle.    Fauntleroy  cars. 

Golden  Gardens — Loyal  Heights  line;  connects  with 
Fremont  and  Ballard. 
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Regrade  Work — Rear  of  Washington  Hotel.  Second 
Avenue  cars. 

Regrade  Work — Jackson  Street. 

National  Guard  Armory — Western  Avenue  and  Lena 
ra  Street.  First  Avenue,  Ballard  Beach,  Fort  Lawton 
and  Kinnear  Park  lines. 

Dugdale's  Baseball  Park — Yesler  Way  and  Twelfth 
Avenue.    Teller  Way  cars. 

Ballard  Shingle  Mills — Ballard  Beach,  Fremont  an(? 
Ballard,  or  Sloop  Street  cars. 


Y.  M.  C.  A.  Building 
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Ill 


Armory  Building 


How  to  Spend  Sunday 


VERY  orthodox  church  denomination  is  repre- 
Tv  sented   in   Seattle   and  a  number  of  the   less 

widely  know  denominational  organizations 
have  gained  a  foothold  in  this  city.  A  com- 
plete list  of  the  churches  of  Seattle  is  impossible  within 
the  limits  of  this  publication,  fairly  complete  rosters  of 
the  different  denominations  being  found  at  a  majority 
of  the  hotels  and  at  the  various  information  bureaus 
conducted  by  the  commercial  bodies,  the  Y.  M.  C.  A.  and 
the  Y.  W.  C.  A.  Besides  church-going,  which  will  exert 
its  appeal  to  many  of  the  visitors  to  Seattle  during  the 
Exposition  period,  there  are  other  quiet  ways  of  observ- 
ing the  day  that  will  not  conflict  with  ideas  of  decorum 
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and  morality;  the  different  attractions  presented  by  the 
parks  and  the  lake  and  Sound  resorts  being  conspicuous 
as  means  for  passing  the  time.  The  "Seeing  Seattle" 
trips  of  the  sight-seeing  car,  (a  schedule  of  which  will  be 
found  in  another  part  of  this  booklet),  will  give  the  vis- 
itor a  comprehensive  idea  of  the  city  and  its  suburbs, 
and  special  trips  to  Alki  Point,  Fort  Lawton  and  the 
many  outlying  points  of  interest  enumerated  in  the  list 
of  permanent  attractions,  will  be  found  by  consulting 
the  table  of  contents  of  this  book  on  page  3.  For  the 
especial  benefit  of  Exposition  visitors  The  Seattle  Elec- 
tric Company  will  continue  the  service  of  its  "Seeing 
Seattle"  cars  during  the  Sundays  of  the  Fair.  The  tour 
includes  thirty  miles  of  the  most  interesting  parts  of 
the  city  and  suburbs.  All  direct  or  connecting  lines  of 
The  Seattle  Electric  Company  lead  to  the  different 
wharves  of  the  Sound  water  front,  from  which  Sunday 
excursions  will  be  made  by  steamer,  by  the  various  ope- 
ratmg  companies,  one  of  the  most  attractive  being  those 
to  the  United  States  Navy  Yard,  at  Bremerton. 

Theatres  and  Amusement  Parks 

CORE  THEATRE — Corner  of  Second  Avenue 
and  Virginia  Street.  Reached  by  the  North 
Qdeen  Anne  and  Alcha  Street  cars,  and  within 
a  block  of  all  cars  en  First  Avenue,  moving 
north  of  Pike  Streets,  and  of  cars  moving  east  on  Pine 
Street.     Convenient  to  all  Pike  Street  lines.^ 

Grand  Opera  House— Cherry  Street,  between  Second 
and  Third  Avenues.  Reached  by  all  cars  on  Second  and 
Third  Avenues,  and  a  block  away  from  cars  on  First 
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Avenue.  Three  blocks  south  of  Madison  cable,  a  block 
from  James  Street  cable  and  two  blocks  from  Yesler 
Way  cable. 

Seattle  Theatre — Third  Avenue  and  Cherry  Street. 
Same  car  service  as  for  Grand  Opera  House. 

Lois  Theatre — Second  Avenue  and  Seneca  Street,  All 
First,  Second  and  Third  Avenue  service  convenient. 
Madison  cable  two  blocks  south. 

Orpheum — Third  Avenue  and  James  Street.  All 
Third  Avenue  cars  pass  doors;  James  Street  cable  at 
north  entrance;  one  block  from  Yesler  cable.  Conven- 
ient to  all  cars  making  the  loop  from  Third  Avenue; 
one  block  from  Second  Avenue  service. 

Majestic  Theatre — Second  Avenue  and  Spring  Street. 
Will  open  in  August.  Convenient  to  all  First,  Second 
and  Third  Avenue  lines.    A  block  from  Madison  cable. 

Alhambra  Theatre — Westlake  Boulevard.  Will  open 
in  August.  Fifth  Avenue  and  Pine  Street.  All  Eastlake 
Wallingford  Avenue,  Green  I^ake,  Lake  Union  and  other 
lines  operating  on  Westlake  Boulevard  and  Pine  Street. 
One  block  from  Pike  Street. 

Pantages  Theatre — Opposite  the  Lois  Theatre  and 
has  same  car  service. 

Star  Theatre — First  Avenue  and  Madison  Street. 
All  First  and  Second  Avenue  cars  and  Madison  Street 
cable. 

Western  Washington  Fair  Association — East  end  of 
Madison  cable.     Harness  racing. 

Luna  Parte — Amusement  resort  and  Natitorium.  Alki 
Point  cars. 

White  City — East  end  of  Madison  cable.  Amuse- 
ment resort. 

Golden  Gardens — Ballard.  Loyal  Heights  line;  con- 
nects with  Fremont  and  Ballard  line. 

West  Seattle  Bathing  Beach — Alki  Point  cars. 
Alki   Point   Natitorium — Alki  Point  cars. 
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Lodges  and  Secret  Societies] 


COMPLETE  list  of  lodges  and  secret  societies 

A^  will  be  found  in  the  Seattle  Pioneer  Pocket 

Guide,  (15  cents),  or  Raymer's  Dictionary  of 

Greater  Seattle,  (25  cents),  both  of  which  will 

be  found  on  sale  at  a  majority  of  the  news  stands  and 
hotels.  A  comprehensive  schedule  of  meeting  dates 
would  be  impossible  in  a  work  of  this  kind,  the  repre- 
sentation of  association  bodies  being  practically  com- 
plete in  this  city. 

Greek  letter  societies  will  be  found  in  the  Univehsity 
community,  the  locations  of  clubhouses  and  sororities 
being  easily  obtained  at  the  offices  of  the  Washington 
State  University,  adjacent  to  the  Alaska- Yukon-Pacific 
Exposition  grounds. 


CLUBS. 

Arctic  Club— Third  Avenue  and  Jefferson  Street 
Yesler  Way,  Second  and  Third  Avenue  cars. 

Capitol  Hill  Auto  Club— Nineteenth  Avenue  and  Roy 
Street.    Capitol  Hill  and  Nineteenth  Avenue  cars. 

Concordia  Club— Hoge  Building,  Second  Avenue  and 
Cherry  Street.     Second  Avenue  cars. 

Elliott  Bay  Yacht  Club— Anchorage  and  clubhouse. 
West  Seattle.    Use  West  Seattle  or  Alki  Point  cars. 

Firioch    Club— Fortieth  Avenue  N.   and   East  Aloha 
Madison  Street  cable. 

Federation  of  Women's  Clubs— 322  Harvard  Avenue 
North.  Broadway  and  Pike  and  Madrona  Park  cars  on 
Broadway. 
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Greek  Letter  Societies  and  Sororities — In  University 
district,  near  the  A.-Y.-P.  Exposition.  All  car  lines  lead- 
ing to  the  grounds. 

Rainier  Club — Fourth  Avenue  and  Marion  Street. 
Madison  cable. 

Seattle  Athletic  Club — Fourth  Avenue  and  Cherry- 
Street.    Third  Avenue  cars. 

Seattle  Commercial  Club — Commercial  Building, 
First  Avenue  and  Columbia  Street.     First  Avenue  cars. 

Seattle  Golf  and  Country  Club — On  line  of  Seattle 
and  Everett  Interurban  line.     Change  cacs  at  Ballard. 

Seattle  Motor  Boat  and  Canoe  Club— Lake  Washing- 
ton.   Madison  Street  cable. 

Seattle  Press  Club— Central  Building.  Third  Avenue 
cars. 

Town  and  Country  Club — Renton  Interurban  line. 

University  Club — Madison  and  Boren  Avenues. 

Washington  Park  Speedway — Madison  Street  cars  to 
Boulevard. 

Route  of  "Seeing  Seattle"  Carl 

SAVE  Pioneer  Place  at  9:30  a.  m.  and  1:30  p 
m.  Car  proceeds  to  Denny  Way  via  Second 
Avenue,  to  Old  Ballard  line.  Along  water 
front.  Past  Great  Northern  docks,  to  Ballard 
and  the  largest  shingle  mills  in  the  world.  Continues  tc 
Fremont  and  the  site  of  the  Lake  Washington  Canal 
Tour  continues  to  Green  Lake,  and  around  the  lake> 
taking  in  Woodland  Park  and  new  Boulevard.    Westlake 
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Boulevard  along  Lake  Union  to  Pike  Street  and  Pine 
Street  to  Fouteentr  Avenue.  Continues  either  on  Capi- 
tol Hill  or  Nineteenth  Avenue  through  residence  dis- 
trict. Return  to  Broadvi^ay  over  East  Pine  Street.  Broad- 
way line  to  Madrona  Park,  with  views  of  lake  and 
mountains.  Return  via  Broadway,  Pike  Street  and  Third 
Avenue  to  Depot  Loop  and  to  Pioneer  Place. 

The  tour  of  the  "Seeing  Seattle"  car  is  the  most  com- 
prehensive way  of  looking  over  the  Queen  City  in  a  lim- 
ited time.  The  route  of  travel  takes  the  sightseer  di- 
rectly to  or  past  a  majority  of  the  points  of  interest  in 
Seattle  and  will  be  found  attractive  for  the  many  views 
of  the  Sound,  lakes  and  mountains  that  are  afforde,d 
from  the  car,  as  well  as  the  business  section  and  in  the 
residence  districts. 


Interurban  Trips 


HE  Interurban  trolly  trips  connecting  sev- 
eral of  the  cities  and  towns  of  the  Puget 
Sound  country  offer  a  diversity  in  the  matter 
of  travel  that  is  improved  upon  by  a  use  one 
way  of  the  trolley  service,  and  of  a  going  or  returning 
trip  by  the  use  of  the  Sound  or  the  lake  boats.  Between 
Seattle  and  Tacoma  the  trolley  service  has  been  in  ope- 
ration since  1902  and  leads  through  a  picturesque  sec- 
tion of  the  shore  land  and  densely  grown  forest  after 
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passing  the  tideflals  and  manufacturing  district  of  Seat- 
tle and  Puyallup  Indian  reservation,  a  short  distance 
out  of  Tacoma.  The  time  table  of  the  Seattle-Tacoma 
service  is  as  follows: 

Leave  Seattle — (Cor.  Yesler  and  Occidental  Avenue) 

—6:30,  8:00,  9:00    (Ltd.,  no  stops),  10:00;    11:00  a.  m., 

12:00  noon,  1:00,  2:00,  3:00,  4:00  (Ltd.,  no  stops),  5:06, 

6:00,  7:00,  8:00,  9:00,  10:00,  11:30  p.  m. 

Time  table  of  the  Tacoma-Seattle  service  is  as  fol- 
lows: 

Leave  Tacoma— (Cor.  8th  and  A  Sts.)— 6:00,  7:10, 
8:10,  9:15  (Ltd.,  no  stops),  10:10,  11:00  a.  m.,  12:10, 
1:10,  2:10,  3:10,  4:25  (Ltd.,  no  stops),  5:10,  6:10,  7:10, 
8:10,  9:10,  11:15  p.  m. 

Time  table  for  the  Seattle-Renton  service  is  as  fol- 
lows: 

Renton  Beach— (Leave  Seattle)— 6:20,  7:30,  8:30, 
10:30,  11:30  a.  m.,  12:30,  1:30,  2:30,  3:30,  4:30,  5:30, 
6:30,  7:30,  9:30  p.  m.,  12:01  a.  m. 

The  Seattle-Everett  Interurban  service  will  be  in  ope- 
ration during  the  earlier  weeks  of  the  Alaska-Yukon- 
Pacific  Exposition  and  will  take  the  traveler  through 
a  picturesque  route  to  the  "Smokestack  City."  The 
line 'of  travel  leads  past  a  number  of  small  lakes  and  the 
logging  camps,  where  a  view  of  the  process  of  handling 
timber  after  the  great  trees  are  felled  will  prove  of 
interest  to  people  unacquainted  with  logging  methods. 
The  city  of  Everett  will   also  be  a  subject  of  interest 
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to  sightseers  and  investors.  The  plan  of  operation 
is  to  be  upon  an  hourly  service,  connection  being  made 
at  the  Ballard  end  of  the  Seattle  Electric  Company's 
tracks. 


Fort  Lawton 


OVERNMENT   Military   Post,   on   Magnolia 
f^  Bluff,   north   of   the   city   and   commanding   a 

fine  view  of  the  Sound.  Reached  by  the  Fort 
Lawton  cars,  on  First  Avenue,  on  an  hourly 
and  half-hourly  schedule,  until  5  o'clock  p.  m.  After  5 
o'clock  on  a  15-minute  schedule  until  6:30,  when  the 
half-hourly  schedule  is  resumed.  The  events  will  prove 
of  interest  to  many  who  are  inclined  to  military  ceremo- 
nial, and  the  Post  is  well  worth  visiting.  Dress  parade 
occurs  at  11  o'clock  a.  m.,  on  Monday,  Wednesday  and 
Friday,  followed  by  Guard  Mount.  On  other  days  of  the 
week  Guard  Mount  occurs  at  11  a.  m.  Concerts  by  the 
Pest  Band  occur  on  Tuesday,  Thursday  and  Sunday,  at  3 
and  3:30  p.  m.  The  ceremony  of  "Trooping  the  Colors"  is 
only  occasional  and  is  not  fixed  for  any  particular  day  or 
hour.  General  inspection  is  on  Saturdays  at  8  o'clock 
a.  m.,  and  on  the  last  day  of  the  month,  at  9  o'clock 
a.  m.  Admission  to  the  Post  grounds  is  open  to  the 
public,  and  admission  to  quarters  is  obtained  by  per- 
mission from  the  Quartermaster. 
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Steamer  Trips  on  Lake  Washington 

S  AN  attractive  means  of  reaching  the  A.-Y. 
P.  E.  grounds  the  Anderson  Steamboat  Com- 
pany will  operate  a  fifteen-minute  ferry  ser- 
vice between  Leschi,  Madrona  and  Madison 
Parlvs,  direct  to  the  water  gate  of  the  Exposition,  the 
fare  for  which  will  be  a  flat  rate  cf  10  cents  from  the 
three  points  mentioned,  where  connections  are  made 
with  the  street  car  service  of  the  Seattle  Electric  Com- 
panJ^  Besides  the  ferry  service  there  are  the  following 
trips  around  Lake  Washington  that  will  prove  a  radical 
change  for  the  Exposition  visitor  from  sightseeing  at 
the  Fair  and  around  the  city. 

Excursions  around  the  beautiful  bays  of  Fairweather, 
Cozy  Cove  and  Juanita,  stopping  at  Fairweather,  Sunny- 
side,  Yarrow,  Houghton,  Churches,  Kirkland,  Cedarmere 
and  Juanita.  Steamer  "Urania,"  capacity  350.  Fare 
25  cents. 

Two-hour  trips  around  Mercer  Island,  stopping  at 
Perental  School,  Enati,  Newport,  Newcastle  Landing  and 
Kennydale.  Fortuna  Park,  on  this  run,  is  the  finest 
picnic  ground  on  the  lake;  equipped  with  dancing  pavil- 
ion. Steamer  "Fortuna,"  capacity  350.  Fare  25  cents 
round  trip. 

Shorewise  trips  between  Leschi,  Madrona  and  Madison 
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Parks  are  made  every  15  minutes  by  the  steamers  "Ca- 
lypso," "Aquilla"  and  "Xanthus." 

As  planned  at  the  time  of  issuing  this  book,  the  ferry 

service  between  the  parks  and  the  water  gate  of  the 
Exposition  will  be  made  by  the  steamers  "Atlanta," 
"Fortuna,"  "Urania"  and  "Triton,"  each  with  a  large 
carrying  capacity  of  from  250  to  350  passengers. 

As  the  Anderson  Steamboat  Company  reserves  the 
right  to  change  steamers  or  the  time  of  making  the  trips 
it  would  be  well  for  persons  intending  to  go  on  the  lake 
to  telephone  the  company  at  either  of  its  offices,  at 
Leschi  or  Madison  Park. 
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Special  Days  and  Events 

Annual  Association  of  the  University  of  Washington — 
June    3rd. 

♦American  Association  of  Park  Superintendents— No  def- 
nite  date. 

American   Association   of   Title   Men — August   10. 

American    Institute    of    Banking — June    21-23. 

American  Institute  of  Electrical  Engineers  (Seattle  Sec- 
tion)— June  10,  with  N.  W.  Elec.  Light  and  Power 
Ass'n,    Sept.    7-8-9. 

Ancient  Order  of  United  Workmen  Grand  Lodge  of  Wash- 
ington— July   21-23. 

California  Promotion  Committee — June   14   to  19th. 

Catholic  Order  of  Foresters  of  State  of  Washington — 
June  9. 

Christian  Missionary  Convention  of  Western  Washington — 
June  23. 

Degree  of  Honor   (Auxiliary  to  A.  O.  U.  W.)— Tuly  21-23. 
Delta   Sigma  Delta — July    24. 

Constitutional    Convention    of    Washington — July    5. 
Epworth    League    Convention     (National) — July    6-12. 
Fraternal  Brotherhood,  Uniform  Rank — July  22-24. 

Grand    Chapter    Royal    Arch    Masons    of   Washington — June 

23-24. 

Grand  Commandary  Knights  Templar  of  Washington — 
June    16. 

Grard  Lodge  Free  and  Accepted  Masons  of  Washington — 
June  15-17. 

Idaho   State   Medical   Association — July    21. 

*Independent   Order   of   Buffaloes — 

Independent  Order  of  Odd  Fellows  (Sovereign  Grand  Lodge, 
National) — September   23. 

Knights  of  Pythias  (Grand  Lodge  of  Washington) — June 
5-10. 

National    American    Woman    Suffrage    Association — July    7. 

National   Editorial    Association — July    20. 

National   Council   of  Women — July   13-15. 

National  Lumber  Manufacturers'  i^  ssociation — June  28. 

*North    Pacific    International    Lawn    Tennis    Association — 

Northwest  Music  Teachers'  Association — June  30;  July  1-2, 
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*  Northwestern   Branch   of  American   Mining   Congress — 

Northwest  Electric  Light  &  Power  Association — Sept.  7-8-9. 

♦Norwegian  Saengerfest — • 

Order   of  Eastern    Star    (Grand    Chapter   of   Washington)  — 
June  16-17. 

Oregon   State   Medical   Society — July   21. 

Pacific  Coast  Advertising  Men's  Association — June   15-17. 

Pacific  Coast  Association  of  Fire  Chiefs — Oct.  6. 
Pacific  Coast  Association  of  Nurserymen — July   14. 

♦Pacific  Northwest  Society  of  Engineers — 

Photographers'     Association     of     the     Pacific     Northwest — 
Sept.  12-18. 

Pioneer  Association  of  the  State  of  Washington — June  7. 

Seattle   Hebrew   Benevolent   Association — Oct.    3. 

Seattle  Volunteer  Firemen's  Association — June  7. 

Swedish-Finnish     Temperance     Association     of     America — ■ 
July  29. 

United     Commercial     Travelers    (Jurisdiction     of     Oregon, 
Washington  and  British  Columbia)— June  11-12. 

United  Swedish  Singers  of  the  Pacific  Coast — July  25-31. 

♦Washington  Association  for  the  Prevention  and   Relief  of 
Tuberculosis — 

Washington  Bankers'  Association — June  24-26. 

United  Amateur  Press  Association — July  17. 

Washington    Children's    Home    Society — June    S. 

Washington  Forestry  Association   (with  National  Conserva- 
tion Congress) — 

Washington  Society  Sons  of  the  Revolution — June  14. 

♦Washington  State  Association  of  Postmasters — Sept.  — . 

Washington   State  Dental   Society — July   15-16. 

Washington  State  Elks'  Reunion  Association — July  28. 

Washington  State  Federation  of  W^omen's  Clubs — June  25. 

Washington  State  Game  and  Fish  Protective  Association — 
Oct.   5. 

♦Washington   State   Library   Associtition — 

Washington  State   Medical  Association — July   21. 

Washington  State  Nurses'  Association — June   16. 

♦Washington   State  Press  Association — ■ 

Young  Women's  Christian  Association — January. 

Watch  Tower  Bible  and  Tract  Society — July  22-25. 

American  Institute  of  Mining  Engineers — Oct.  7   to  12. 
♦At   the  time  of  publication   no   definite   dates  have   been 

fixed  for  the  events  marked  with  an  asterisk. 
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CHIEF  SEATTLE 
For  .whom  the  City  was  named 
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BASEBALL. 


Professional  Games  of  Northwest  League  at  Dug- 
dale's  Park,  Yesier  Way  and 
Twelfth  Avenue. 


Take   Yesier   Way   Cable,   Starting   at   Occidental 
Avenue,  near  Pioneer  Place.     First,  Second 
and  Third  Avenues  and   Broadway 
Cars   Transfer. 


SCHEDULE    OF   SEATTLE    GAMES   ON    HOME 
GROUNDS. 

Beginning  With  the  Issue  of  This  Booklet, 
June  1. 


June  15,  16,  17,  18,  19,  20,  with  Portland. 

June  22,  23,  24,  25,  26,  27,  with  Tacoma. 

June  29,  30;  July  1,  2,  3,  4,  5,  with  Spokane. 

August  2,  3,  4,  5,  6,  7,  8,  with  Portland. 

August  10,  11.  12,  13,  14,  15,  with  Spokane. 

August  17,  IS,  19,  20,  21,  22.  with  Vancouver. 

August  31;  September  1,  2,  3,  4,  5,  6,  with 
Aberdeen. 

September  21,  22,  23,  24,  25,  26,  with  Aberdeen. 

September  28,  29,  30;  October  1,  2,  3,  with 
Tacoma. 


HECKMAN 

BINDERY  INC. 

^  JAN  90 


N.  MANCHESTER, 
INDIANA  46962 
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